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TECHNICAL INFORMATION 


TYPE NO 


ES/FB/IN 2800 


TYPE 

Espresso / Freshbrew / Instant machines 


T.I.-NO 

. ...01/02 


SERIAL NUMBERS 
AFFECTED 


From machine number 517526 


ISSUED BY Documentation/ 
Wittenberg Odense 


SUBJECT 


Removal of cover at Transformer 


ISSUED FOR (X): 


Action 


Information 

X 


COMPONENTS CONCERNED 

30533200 Cover for transformer 


MODIFICATION 

• From the above machine number the cover for transformer 30533200 at the pivoting 
bracket in the door has been removed from the machine. 


REASON 

• Design review. 


REPLACEABILITY 

• Production of the cover for transformer 30533200 has ceased, and the cover will not be 
availble as a spare part. 


CONTACT PERSON 
• Technical 

Marianne Kristiansen 


Spare Parts 
Customer Service 
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